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Message Text 

UNCLASSIFIED 

PAGE 01 FLOREN 00125 022035Z 
ACTION EUR- 12 

INFO OCT-01 ISO-OO EB-08 /021 W 

092431 030625Z/15 

R 021600Z MAR 78 
FM AMCONSUL FLORENCE 
TO USDOC WASHDC 
INFO SECSTATE WASHDC 1949 
AMEMBASSY ROME 

UNCLAS FLORENCE 0125 
E.O. 11652: N/A 
TAGS: BEXP, IT 

SUB J : ITALIAN COMPANY WANTS TO PURCHASE ELECTROMEDICAL 
EQUIPMENT. 

REF: A) FLORENCE 0813 OF DEC.30, 1977. B) USDOC 00244 OF JAN.6, 

1978. 

1 . UPON RECEIPT REF B WE COMMUNICATED BRUNO TONON THAT MR. G.F. 
CARLICK OF HOLOSONICS WOULD EVALUATE THE SITUATION AND WOULD 
MAKE A DECISION FOR THE SALE OF HOLOSCOPE TO TONON, IMMEDIATELY. 

2. BRUNO TONON CONTACTED CONSULATE AGAIN TODAY COMPLAINING THAT 
NO WORD FROM HOLOSONICS HAS YET BEEN RECEIVED. 

3. ACTION REQUESTED: PLEASE CONTACT AGAIN MR. G.F. CARLICK, 

PRESIDENT OF HOLOSONICS, INC., 2400 STEVENS DR., RICHLAND, WASH. 

99350 (TEL: 509-946-7641) AND ASK IF ANY DECISION HAS BEEN TAKEN 
ON THE MATTER. IN ANY CASE, IT WOULD BE GREATLY APPRECIATED IF 
AN EXPLANATORY OR PREDICTIVE ANSWER TO THE ITALIAN COMPANY S 
LETTER OF OCTOBER 25, 1977 COULD BE WRITTEN BY HOLOSONICS TO 
BRUNO TONON, VIA LAURA BASSI 71, 40127 BOLOGNA, ITALY. INFO 
CONSULATE. 

GORDON 


UNCLASSIFIED 
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Disposition Approved on Date: 

Disposition Case Number: n/a 
Disposition Comment: 
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Disposition Event: 

Disposition History: n/a 
Disposition Reason: 

Disposition Remarks: 

Document Number: 1978FLOREN00125 

Document Source: CORE 

Document Unique ID: 00 

Drafter: n/a 
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Executive Order: N/A 

Errors: N/A 

Expiration: 

Film Number: D780097-0168 
Format: TEL 
From: FLORENCE 
Handling Restrictions: n/a 
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ISecure: 1 
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Review Action: RELEASED, APPROVED 
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